AMENDMENT NO.1 JULY 2023 
TO 
IS 15752 : 2007 SERICITE FOR CERAMIC INDUSTRY — SPECIFICATION 


(Page 1, clause 2) — Substitute: 


‘IS 265 : 2021 Hydrochloric acid — Specification (fifth revision)’ for ‘IS 265 : 1993 Hydrochloric acid — 
Specification (fourth revision).’ 


‘IS 915 : 2012 Laboratory glassware — One-mark volumetric flasks (third revision)’ for ‘IS 915 : 2006 One- 
mark volumetric flasks — Specification (second revision).’ 


‘IS 1997 : 2008 Laboratory glassware — Burettes (third revision)’ for ‘IS 1997 : 1982 Specification for burettes 
(second revision).’ 


‘IS 2781 : 2020 Glossary of terms relating to ceramicware ( third revision )’ for ‘IS 2781 : 2004 Glossary of 
terms relating to ceramicware (second revision).’ 


‘IS 4905 : 2015 Random sampling and randomization procedures ( first revision )’ for ‘IS 4905 : 1968 Methods 
for random sampling.’ 


(Page 2, clause 6.2.2.1) — Substitute the following for the existing clause: 
‘6.2.2.1 The product(s) conforming to the requirements of this standard may be certified as per the conformity 


assessment schemes under the provisions of the Bureau of Indian Standards Act, 2016 and the Rules and 
Regulations framed thereunder, and the products may be marked with the Standard Mark.’ 
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